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ATTEMDIMG VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIDITORSL 

Doses ol rabies vacdne with an enpiration dale of 3/2015 aie presertt in ibe religeralor with other medications 
VgKcinpes losa their aftectivenaas whan axpirad and may -elfecl tha immune response bq the vaccina • Vaccines and 
other medtcallons rripust b€ mainlamod w^tbln tba es<pf ration date to ansura that adaquata vetehnary cara Is provided. 
CORRECT BY -5-15-15 

3.75 (a) 

HOUSING FACIUTIES, GENERAL 

The perch in the first enclosure in the shellered housing area lor the capuchins is secured by wire to Ihe wall of the 
encipsura. Thera is a loop in the wire large enough tg allow a fopf pr hand to becpma trapped pr injured- The pergh 
must bo sacurGd in a manner that protects tba animals from injury. CORRECT BY 4 IS- 15 

Tha board along tha edge ol tha mailing over tha ahaltorad anclosuraa For tha brown lamura ia discolored on dna and 
arxJ beginnIrTQ to rot. There is a small hole in metal roofing over these enclosures. There Is concern lhal water Is 
leaking on the board causing the damage and iFvs small hole in ihfl metal roof may gllgw rgin wafer to wet lha 
animals.Housing laoililias ior non buman primates must ba maintained so lhay are slruoturally sound and kapt in 
good repair . 

CORRECT BY : 5- 15-1 5 

3.75 (c) (1) pi) 

HOUSING FACIUTIES, GENERAL 

Several woeden nesting platforms in Ihe shellered housing area for the capuchins are worn . Some areas on Ihe 
boards have edges and are pitied. Those areas may oolleol itebris making cleaning rjiflicull end jogged areas 

may cause injury lo tha animals . All surfaces of bousing lacilllles for ivon human primates must be mada of malerlals 
that can t?e readily cleaned and sanifeed or removed or replaced when wom or soiled. CORRECT BY ; 5-15-15 

The inspection and axil briefing was conducted wib the zoo director 
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